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Watergate - Agency File Review 


Office of the Director Signatures 


STAT 
George W. Allen 


Heufrd 
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IAS/AS - 61/74 
30 April 1974 


MEMORANDUM FOR: Director, Imagery Analysis Service 


SUBJECT : Watergate~Agency File Review 


The Administrative Staff of IAS isti STAT 


STAT ve complete 
eir Tiles for information rela to Watergate. No 
information was found. 


STAT 


er /F istrative 
Imagery Analysis Service 
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